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SUBJECT: NRC COMMISSIONER MASON'S REMARKS TO EUROPEAN 
NUCLEAR CONFERENCE ON LICENSING ACTIONS 

REF: MALLOY/HALPERIN TELCON OF APRIL 23, 1975 

1. PER REQUEST, AMBASSADOR'S OFFICE EC BRUSSELS (REF), 
SCIATT HAS SECURED THE TEXT OF COMMISSIONER MASON S 
REMARKS OF THE EUROPEAN NUCLEAR CONFERENCE ON THE 
RECENT NRC DECISIONS ON LICENSING IMPORTS AND EX- 
PORTS OF NUCLEAR MATERIAL AND EQUIPMENT. MASON 
COMMENTED ON THE FAWNSWORTHE ARTICLE IN THE INTERNA- 
TIONAL HERALD TRIBUNE OF APRIL 22 THAT HE WAS NOT 
QUITE SO HARD ON THE EUROPEANS AS THE ARTICLE INDI- 
CATED AND THAT HE HAD NOT SAID THE ISSUE WAS BEING 
EXAGGERATED FOR POLITICAL REASONS TO SUPPORT THE 
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CITY. HE ADDED TOO THAT HE HAD NOT TALKED TO 
SIMMONET BY TELEPHONE, AS THE ARTICLE STATED. 

2. BEGIN TEXT: MR. CHAIRMAN, I WOULD LIKE TO 
MAKE A BRIEF STATEMENT CONCERNING U.S. SUPPLY 
OF NUCLEAR MATERIALS TO EUROPE. 

BEGINNING ABOUT THREE WEEKS AGO, THERE HAVE BEEN 
BEEN PRESS REPORTS IN THE U.S.A. WHICH HAVE ERRONEOUSLY 
REPORTED ON ACTIONS TAKEN BY THE U.S. NUCLEAR 
REGULATORY COMMISSION TO ASSURE COM- 
PLIANCE WITH THE NEW U.S. ENERGY REORGANISATION ACT 
OF 1974 RELATING TO LICENSING OF EXPORTS AND IMPORTS 
OF NUCLEAR MATERIALS AND EQUIPMENT. UNFORTUNATELY, 
THESE INCORRECT REPORTS HAVE BEEN PICKED UP IN 
EUROPE AND HAVE CAUSED CONCERNS HERE, ESPECIALLY 
REGARDING THE SUPPLY OF NUCLEAR FUEL MATERIALS TO 
EUROPE FROM THE U.S. SINCE THESE SERIOUS CONCERNS 
HERE ARE NOT BASED ON EVENTS WHICH HAVE ACTUALLY TAKEN 
PLACE, I WOULD LIKE TO EXPLAIN WHAT HAS TRULY HAP- 
PENED AND WHAT THE U.S. POSITION ACTUALLY IS: 

IN OCTOBER. 1974, THE U.S. CONGRESS PASSED THE ENERGY 
REORGANIZATION ACT OF 1974 WHICH ESTABLISHED THE 
ENERGY RESEARCH AND DEVELOPMENT ADMINISTRATION CERDA) 
AND THE NUCLEAR REGULATORY COMMISSION (NRC) AND 
ABOLISHED THE ATOMIC ENERGY COMMISSION (AEC). ONE 
ARTICLE OF THIS NEW U.S. LAW REQUIRED THAT THE 
RESPONSIBILITIES FOR MAKING AGREEMENTS WITH 
FOREIGN GOVTS CONCERNING NUCLEAR MATTERS AND FOR 
LICENSING OF EXPORT AND IMPORT OF NUCLEAR EQUIPMENT 
AND MATERIALS, WHICH HAD BEEN THE RESPONSIBILITY 
OF THE AEC, WERE TO BE SPLIT BETWEEN THE TWO NEW 
AGENCIES, THE ERDA AND THE NRC, WITH THE NRC HAVING 
LEGAL RESPONSIBILITY FOR LICENSING EXPORTS AND IMPORTS. 
THE TWO NEW AGENCIES CAME INTO EXISTENCE ONLY ON 
JAN 19 OF THIS YEAR. ONE OF THE VERY FIRST ACTIONS 
TAKEN BY THE NEW FIVE-MAN NUCLEAR REGULATORY COM 
MISSION OF WHICH I AM A MEMBER, WAS TO DIRECT 
OUR STAFF TO REVIEW ALL THE EXISTING REGULATIONS 
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AND PROCEDURES WE WERE INHERITING FROM THE AEC 
AND TO PREPARE RECOMMENDATIONS CONCERNING CHANGES 
REQUIRED BY THE ENERGY REORGANIZATION ACT OF 
1974 AND THE DIVISION OF RESPONSIBILITIES BETWEEN 
THE ERDA AND THE NRC. THE NRC STAFF WAS DIRECTED 
TO DEVELOP PROCEDURES RECOGNIZING THE RESPECTIVE 
RESPONSIBILITIES OF THE ERDA, THE NRC. AND THE 
U.S. DEPT OF STATE AND OF COMMERCE. WHICH ALSO 
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HAVE RESPONSIBILITIES IN THE AREA OF EXPORTS AND 
IMPORTS SINCE THEY RELATE TO FOREIGN RELATIONS AND 
COMMERCE. 

PRIOR TO JANUARY, THE AEC STAFF HAD RECEIVED AND 
ACTED UPON EXPORT AND IMPORT LICENSES USING AP- 
PROVED AEC PROCEDURES AND REGULATIONS SO THAT CONSI- 
DERATION OF EACH APPLICATION BY THE AEC COMMISSIONERS 
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WAS NOT INVOLVED. 

IN ORDER THAT CONSIDERATION OF REQUESTS FOR PERMISSION 
TO EXPORT AND IMPORT NUCLEAR MATERIALS AND EQUIP- 
MENT COULD PROCEDE WHILE THE NEW NRC INTERNAL AD- 
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MINISTRATIVE PROCEDURES AS WELL AS PROCEDURES FOR 
RELATIONS WITH OTHER U.S. GOVT AGENCIES ARE BEING 
DEVELOPED BY THE STAFF FOR APPROVAL BY THE COMMISSION, 
THE COMMISSION ANNOUNCED THAT EACH APPLICATION IN- 
VOLVING THE EXPORT OR IMPORT OF SIGNIFICANT QUANTI- 
TIES OF NUCLEAR MATERIALS WOULD BE CONSIDERED BY 
THE FIVE-MAN COMMISSION ITSELF. 

THIS ACTION, TAKEN TO AVOID ANY SUSPENSION OF 
LICENSING ACTIONS.WAS ERRONEOUSLY REPORTED IN 
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THE PRESS AS A SUSPENSION OR EMBARGO. THIS WAS 
UNFORTUNATE AND HAS BEEN MISLEADING NOT ONLY IN 
THE U.S. BUT ALSO HERE IN EUROPE. THERE WAS NO 
U.S. INTENTION TO AVOID OR TO CIRCUMVENT COMMITMENTS 
MADE BY THE U.S. WITH RESPECT TO THE SUPPLY OF 
NUCLEAR FUEL ABROAD. 

AS A MATTER OF FACT. THE NUCLEAR REGULATORY COMMISSION 
LAST FRIDAY ANNOUNCED THE ISSUANCE OF TWO LICENSES 
COVERING THE EXPORT OF URANIUM FROM THE U.S. TO 
THE U.K. FOR EVENTUAL USE AS REACTOR FUEL IN THE 
FEDERAL REPUBLIC OF GERMANY. 

IN SHORT, AND CONTRARY TO OTHER REPORTS, THERE IS AND 
HAS BEEN NO U.S. EMBARGO OR SUSPENSION OF EXPORTS OR 
IMPORTS OF NUCLEAR MATERIALS OR EQUIPMENT. THERE 
IS A TEMPORARY PROCEDURE FOR REVIEWING APPLICATIONS, 
AND THE DEVELOPMENT OF PROCEDURES TO BE FOLLOWED IN 
THE FUTURE BY THE NRC STAFF ARE BEING DEVELOPED. 

WHEN THESE PROCEDURES HAVE BEEN DEVELOPED, REVIEWED 
AND APPROVED BY THE VARIOUS U.S. AGENCIES INVOLVED, 

THEY WILL BE PUBLICALLY ANNOUNCED. 

I HOPE THAT THESE SOMEWHAT DETAILED REMARKS MAY 
HAVE BEEN HELPFUL IN CLEARING UP ANY REMAINING MIS- 
UNDERSTANDING. END OF TEXT. 
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